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FOREWORD 

This Indian Standard was adopted by the Bureau of Indian Standards, after the draft finalized by the Metal 
Forming Machines Sectional Committee had been approved by the Production and General Engineering Division 
Council. 

This standard has been formulated based on the expertize available in the Indian Industry. In formulation of this 
standard, considerable assistance has been derived from various press manufacturers in the country. 

For the purpose of deciding whether a particular requirement of this standard is complied with, the final value, 
observed or calculated, expressing the result of a test or analysis, shall be rounded off in accordance with 
IS 2 : 1960 'Rules for rounding off numerical values {revised)'. The number of significant places retained in the 
rounded off value should be the same as that of the specified value in this standard. 
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1 SCOPE 

1.1 This standard describes the method of angular 
deflection of 'C frame mechanical presses. 

1.2 This standard specifies the standard permissible 
deflection of 'C frame mechanical presses. 

1.3 This standard does not cover the special purpose 
presses such as horizontal presses, presses without slide 
guides and forging presses. 

2 REFERENCES 

The following standards contain provisions, which 
through reference in this text, constitute provisions of 
this standard. At the time of publication, the editions 
indicated were valid. All standards are subject to 
revision and parties to agreements based on this 
standard are encouraged to investigate the possibility 
of applying the most recent editions of the standards 
indicated below: 



fS N(K 
2092 : 1983 



Title 



Specification for plunger type dial 
gauges {first revision) 

4592 : 2002 Acceptance condition of open front 

mechanical power presses — Testing 

of the accuracy (first revision) 

6652 Glossary of terms relating to metal 

forming machines and tools: 

(Part i) : 1986 Metal forming tools {first, revision) 
(Part 2) : 1986 Metal forming machines relating to 
^ sheet metal {first revision) 

(Parts): 1986 Metal forming technology and 
operations relating to sheet metal 

{first revision) 

1 1498 : 1985 Specification for levertype dial gauges 

3 TERMINOLOGY 

For the purpose of this standard, the definitions given 
in IS 6652 (Parts 1, 2 and 3) shall apply. 

4 MEASURING INSTRUMENTS 

The measuring instruments shall be dial gauges with 
n^agnetic base of least count of 0.0 1 mm or better and 
straight edge. These instruments shall conform to 
IS 20^92 or fs 11498. 



5 METHOD OF DEFLECTION MEASUREMENT 

5.1 Before conducting deflection tests, ensure that; 

a) geometrical tests are conducted and completed 
as per IS 4592, 

b) test blocks are of same height (alike within 
± 0.03 mm), and 

c) test blocks are symmetrically placed about the 
centreline of press so that load centre and press 
centre are same (within ± 0.5 percent of longer 
dimension of bolster). 

5.2 Set the slide at appropriate position (very near to 
bottom of stroke in case of mechanical presses). 

5.2.1 Arrange suitable means (hydraulic jacks) to apply 
force on 2/3 of left to right dimension and full front to 
back of bolster. 

5.2.2 Set the dial gauges <:/,, d^ and straight edge on 
suitable blocks of equal height as shown in Fig. 1. 

5.3 Apply 2 to 3 percent of press force to ensure closing 
of clearances in the drive system. 

5.4 Set the dial gauges at zero and apply full press 
load through hydraulic jacks. Note the readings of dial 
gauges under full load condition. 

5.5 For angular deflection measurement m'C frame 
mechanical presses set the dial gauge as per Fig. 1 . 

5.6 Calculate angular deflection, a from the formula 
given below: 



a = tan" 



^^1-^2 



L-2L 



'! / 



where 



Jj, d^ ^ readings of dial gauges, in mm; 

L - front to back dimensions of bolster, in mm; 

and 
Lj ^ distance of dial gauge from the edge of the 

bolster. The value will be determined from 

the table given below: 





L < 1 000 mm 


1 000 < L < 

2 000 mm 


L > 2 000 mm 


A, 


0.1 xL 


100 mm 


150 mm 



Figure 1 is side view of the press. 

5.7 Permissible angular deflection, a in 'C frame 
mechanical presses shall be a < 0''5'. 
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Fig. 1 *C' Frame Mechanical Press 
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Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act, 1986 to promote 
harmonious development of the activities of standardization, marking and quality certification of goods 
and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in any form 
without the prior permission in writing of BIS. This does not preclude the free use, in the course of 
implementing the standard, of necessary details, such as symbols and sizes, type or grade designations. 
Enquiries relating to copyright be addressed to the Director (Publications), BIS. 

Review of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards are also reviewed 
periodically; a standard along with amendments is reaffirmed when such review indicates that no changes are 
needed; if the review indicates that changes are needed, it is taken up for revision. Users of Indian Standards 
should ascertain that they are in possession of the latest amendments or edition by referring to the latest issue of 
'BIS Catalogue' and 'Standards : Monthly Additions'. 

This Indian Standard has been developed from Doc : No. PC 04 (1009). 
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